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Fire detectors. See also Heat detectors; Smoke 
detectors 
intelligent, 121-135 
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and combustible liquids in 
Flashover, 270-274, 355-356, 359 
Fluoroprotein foam, aviation fire use, 227-230, 
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velocity correlation, 145-147, 149 


| 


q 


1995 Index 
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